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P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203230098 Notice of consideration of issuance of amend to license DPR-77 & pro-
posed NSHC determination & opportunity for hearing re rev to overtemperature differ-
ential temp (DT) allowable values & overpower DT allowable values.
LABARGE.D.E.  Project  Directorate  II-4  (formerly  TVA  Project  Directorate)  (Post
900603). 92/02/24. 8pp. 61068:070-61068:077.

9203020102 Revises 860911 response to Question 5 re worst case calculation for vol-
tages on Class 1E buses for condition of starting reactor coolant pump w/buses
loaded as in accident situation.per 860807 telcon.

WILSON J.L Tennessee Valley Authority. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 4pp. 60788:111-60788:114.

9203060078 Forwards planned changes in Employee Concerns Special Program Cor-
rective Action Tracking Document closure process for expedited review.per 920107
discussion.

BURZYNSKI.MJ. Tennessee Valley Authority. 92/03/02. Document Control Branch
(Document Control Desk). 9pp. 60867:001-60867:009.

9203180056 Discusses review of util nuclear QA plant (TVA-NQA-PLN89-A) annual
update.rev 2 transmitted w/920115 Itr.Plan acceptable per 10CFR50,app B.
GIBSON.A.F. Region 2 (Post 820201). 92/03/03. NAUMAN.D.A. Tennessee Valley
Authority, 6pp. 60935:121-60935:126.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203160275 Notification of 920331 meeting w/util in Rockville.MD to discuss best esti-
mate LOCA containment analysis for facility & use in reducing containment ice eon-
denser requirements.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/12. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 5pp. 60932:326-60932:330.

9203180298 Advises that util 911025 response to questions re generic issue A-30.
"Adequacy of Safety-Related DC Power Supplies" acceptable.per generic Itr 91-
06.Completed questionnaires will be used to determine if further action needed.
LABARGE.D.E.  Project  Directorate  II-4 (formerly  TVA  Project Directorate)  (Post
900603). 92/03/12. Tennessee Valley Authority. 4pp. 60971:008-60971:011.

9203180360 Requests response to questions re util 910827 proposed tech spec change
to remove containment ventilation isolation signal generated by containment gas &
paniculate radiation monitoring sys.

LABARGE.D.E. Project Directorate II-4 (formerly TVA Project Directorate) (Post
900603). 92/03/12. Tennessee Valley Authority. 5pp. 60971:093-60971:097.

9203270190 Advises that 920331 meeting w/util in Rockville.MD to discuss best esti-
mate LOCA containment analysis developed for plant was cancelled.
LABARGE.D.E.  Project  Directorate  II-4  (formerly  TVA  Project  Directorate)   (Post
900603). 92/03/12. HEBDON.F.J. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 5pp. 61165:304-61165:308.

9203200367 Discusses alternate analysis review program Phase II re pipe support de-
flection criteria.

WILSON.J.L. Tennessee Valley Authority. 92/03/16. Document Control Branch (Docu-
ment Control Desk). 2pp. 61108:192-61108:193.

9203310043 Forwards request for relief from ASME.section XI hydrostatic test require-
ments involving main feedwater sys. Request necessary to replace feedwater nozzle
transition pieces on steam generators,

WILSON.J.L. Tennessee Valley Authority. 92/03/23. Document Control Branch (Docu-
ment Control Desk). 6pp. 61205:292-61205:297.

Q. Inspection reports, 9E Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203100172 Forwards insp rept 50-327/92-02 & 50-328/92-02 on 920105- 0201 &
notice of violation.NRC concerned about lack of administrative control of drawings
available for use by operators in turbine & auxiliary bldgs.

WILSON.B.A. Region 2 (Post 820201). 92/02/18. NAUMAN.D.A. Tennessee Valley
Authority. 5pp. 60844:332-60845:005.

-9203100176 Notice of violation from insp on 920105-0201.Violation notedrnumerous
examples of improperly filed drawings, uncontrolled drawings & improperly labeled
drawings were identified at controlled drawing station.
* Region 2 (Post 820201). 92/02/18. 2pp. 60844:337-60844:338.

-9203100180 Insp repts 50-327/92-02 & 50-328/92-02 on 920105-0201. Violations
noted.Major areas inspected:plant operations, maint,surveillance,evaluation of licensee
self-assessment capability.LER closeout/followup on previous insp findings.
HOLLAND.W.E., KELLOGG.P.J. Region 2 (Post 820201). 92/02/18. 28pp. 60844:339-
60845:005.

9203100117 Forwards insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No viola-
tions or deviations noted.

PEEBLES.T.A. Region 2 (Post 820201). 92/02/20. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 60844:132-60844:145.

-9203100227 Insp repts 50-327/92-01 & 50-328/92-01 on 920106-10.No violations
noted.Major areas inspected:review of unit 1, cycle 6,startup tests & initial operation &
calibr of RTDs used in EAGLE 21 sys.

BURNETT.P.T., CRLENJAK.R.V. Region 2 (Post 820201). 92/02/20. 9pp. 60844:135-
60844:145.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015. "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindowa"

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203060311 Forwards "Sequoyah Nuclear Plant.Units 1 a 2 10CFR50.59 Annual Oper-
ating Rept to NRC 1991." All temporary alteration control form info.per Insp Rept 50-
327/92-02 included in rept.

WILSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu-
ment Control Desk). 1p, 60859:070-60859:149.

9202260208 NRC Info Notice 92-020. "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046,

920313007^ Forwards unit 1 90-Day ISI.vols 1 & 2 performed 911004-1214. Also pro-
vides supplemental info to 90-day ISI for unit 2. cycle 3 rept as discussed w/NRC.AII
info provided per ASME Code.Section XI.W/o encl.

WILSON,J,L Tennessee Valley Authority. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 4pp. 60933:035-60933:038.

9203130324 Responds to NRC 920206 Itr re violation noted in Insp Rept 50-327/91-
31.Corrective actions:jumpers removed from A train control circuitry.MSIVs inspected
for jumpers.No jumpers identified.Appropriate plant procedure will also be revised.
WILSON.J.L. Tennessee Valley Authority. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 7pp. 60931:002-60931:008.

920326,0092 Forwards insp repts 50-327/92-04 & 50-328/92-04 on 920224-28.No viola-
tions or deviations noted.

CQLLINS.D.M. Region 2 (Post 820201). 92/03/18. Tennessee Valley Authority. 4pp.
61083:150-61083:154.

-9203260098 Partially withheld insp repts 50-327/92-04 & 50-328/92-04 on 920224-28
(10CFR73.21).No violations noted.Major areas inspected:physical security program for
power reactors including security plan,audit & alarm stations.

TOBIN.WJ.,  MCGUIRE.D.R.  Region  2  (Post  820201).  92/03/17.   1p.  61083:154-
61083:154.

9203240277 Responds to NRC 920218 Itr re violations noted in Insp Repts 50-327/92-
02 & 50-328/92-02.Corrective actions:number of satellite drawing locations drastically
reduced & self-audit of files completed.

WILSON.J.L. Tennessee Valley Authority. 92/03/19. Document Control Branch (Docu-
ment Control Desk). 5pp. 61098:080-61098:084.

R. Periodic operating reports A related correspondence

9203030232 Forwards diesel generator reliability data rept for 1991. Data indicates aver-
age of 36 starts per diesel generator w/ one failure.

WILSON.J.L. Tennessee Valley Authority. 92/02/28. Document Control Branch (Docu-
ment Control Desk). 3pp. 60819:148-60819:150.

9203030285 Forwards fitness-for-duty program performance data for Jul-Dec 1991 in-
cluding trends & initiatives for util fitness-for-duty program.

BURZYNSKI.M.J. Tennessee Valley Authority. 92/02/28. Document Control Branch
(Document Control Desk). 19pp. 60857:148-60857:171.

9203250219 Monthly operating repts for Feb 1992 for Sequoyah Unit 1. W7920316 Itr.
HOLLOMON.T.J., WILSON.J.L Tennessee Valley Authority. 92/02/29. 10pp.
61099:170-61099:179.

9203060082 Forwards "Semiannual Effluent Release Rept for Jul-Dec 1991" & "Radio-
logical Impact Assessment Rept."

WILSON.J.L. Tennessee Valley Authority. 92/03/02. Document Control Branch (Docu-
ment Control Desk). 2pp. 60880:255-60880:315.tion.Failure to make timely corrective actions to support gauges in high
